direct tile buy 



DIRECT TILE BUY VANITY CATALOG 

VANITIES 




FVN6224LO-VSL FVN6224WH-VSL FVN6224WB-VSL 

(Light oak) (White) (Walnut brown) 




FVN6224LO-UNS FVN6224WH-UNS FVN6224WB-UNS 

(Light oak) (White) (Walnut brown) 




FVN6230ES-VSL FVN6230LO-VSL FVN6230WB-VSL 

(Espresso) (Light oak) (Walnut brown) 




FVN6230ES-UNS FVN6230LO-UNS FVN6230WH-UNS 

(Espresso) (Light oak) (White) 




FVN6236ES-VSL FVN6236WH-VSL FVN6236WB-VSL 

(Espresso) (White) (Walnut brown) 




FVN6236LO-UNS FVN6236ES-UNS FVN6236WH-UNS 

(Light oak) (Espresso) (White) 





FVN62-2412ES-VSL 

TORINO 



(Espresso) 




FVN62-2412LO-VSL FVN62-2412WH-VSL FVN62-2412WB-VSL 

(Light oak) (White) (Walnut brown) 




FVN62-2412ES-UNS 

TORINO 



(Espresso) 




FVN62-2412LO-UNS FVN62-2412WH-UNS FVN62-2412WB-UNS 

(Light oak) (White) (Walnut brown) 




FVN62-3012ES-VSL FVN62-3012WH-VSL FVN62-3012LO-VSL 

(Espresso) (White) (Light oak) 




FVN62-3012WB-UNS FVN62-3012ES-UNS FVN62-3012WH-UNS 

(Walnut brown) (Espresso) (White) 




FVN62-3612ES-VSL FVN62-3612WH-VSL FVN62-3612WB-VSL 

(Espresso) (Light oak) (Walnut brown) 




FVN62-3612ES-UNS FVN62-3612LO-UNS FVN62-3612WB-UNS 

(Espresso) (Light oak) (Walnut brown) 



FVN62-122412ES-VSL 

TORINO 



(Espresso) 




FVN62-122412LO-VSL FVN62-122412WH-VSL FVN62-122412WB-VSL 

(Light oak) (White) (Walnut brown) 





FVN62-122412ES-UNS (Espresso) 



TORINO 




FVN62-122412LO-UNS FVN62-122412WH-UNS FVN62-122412WB-UNS 

(Light oak) (White) (Walnut brown) 



FVN62-123012LO-VSL 

TORINO 



(Light oak) 




FVN62-123012WB-VSL FVN62-123012ES-VSL FVN62-123012WH-VSL 

(Walnut brown) (Espresso) (White) 



FVN62-123012LO-UNS 

TORINO 



(Light oak) 





FVN62-123612ES-VSL FVN62-123612LO-VSL FVN62-123612WB-VSL 

(Espresso) (Light oak) (Walnut brown) 



FVN62-123612WH-UNS 

TORINO 



(White) 




FVN62-123612ES-UNS FVN62-123612LO-UNS FVN62-123612WB-UNS 

(Espresso) (Light oak) (Walnut brown) 






FVN62-241224ES-VSL 

TORINO 



(Espresso) 



■ ■ 1 
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FVN62-241224LO-VSL FVN62-241224WH-VSL FVN62-241224WB-VSL 

(Light oak) (White) (Walnut brown) 




FVN62-241224LO-UNS FVN62-241224WH-UNS 

(Light oak) (White) 



FVN62-241224WB-UNS 

(Walnut brown) 




FVN62-301230ES-VSL FVN62-301230WH-VSL FVN62-301230LO-VSL 

(Espresso) (White) (Light oak) 



FVN62-301230LO-UNS 

TORINO 



(Light oak) 




FVN62-301230ES-UNS FVN62-301230WH-UNS FVN62-301230WB-UNS 

(Espresso) (White) (Walnut brown) 



FVN62-361236ES-VSL 

TORINO 



(Espresso) 




FVN62-361236WH-VSL FVN62-361236LO-VSL FVN62-361236WB-VSL 

(White) (Light oak) (Walnut brown) 




FVN62-361236ES-UNS 

TORINO 



(Espresso) 



JuL. 





FVN62-361236WH-UNS FVN62-361236LO-UNS FVN62-361236WB-UNS 

(White) (Light oak) (Walnut brown) 




FVN6272WB-VSL (Walnut brown) 

TORINO 




FVN6272WH-VSL FVN6272LO-VSL FVN6272ES-VSL 

(White) (Light oak) (Espresso) 



6 





FVN6272LO-UNS 

TORINO 



(Light oak) 




FVN6272ES-UNS FVN6272WH-UNS FVN6272WB-UNS 

(Espresso) (White) (Walnut brown) 




FST6212ES-VSL (Espresso) 

TORINO 




FST6212LO-VSL FST6212WH-VSL FST6212WB-VSL 

(Light oak) (White) (Walnut brown) 
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FST6212ES-UNS 

TORINO 



(Espresso) 




FST6212LO-UNS FST6212WH-UNS FST6212WB-UNS 

(Light oak) (White) (Walnut brown) 




SMALL 



TORINO 

MIRRORS 



(White) 




(Light oak) (Espresso) 
ALL I SIZES COMES IN LIGHT OAK, ESPRESSO, WHITE AND WALNUT BROWN COLORS. 



(Walnut brown) 



<*> 



TORINO 

MIRRORS 




TORINO 



35 5/8 



24" cabinet with vessel sink size guide 
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VANITY 

front view 
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VANITY 

back view 



35 5/8" 



30" cabinet with vessel sink size guide 
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2 5/8" 



CABINET 

front view 



CABINET 

back view 



TORINO 

36" cabinet with vessel size guide 




12" side cabinet with vessel size guide 




TORINO 



24" cabinet with undermount sink size guide 




30" cabinet with undermount sink size guide 





12" side cabinet with undermount sink size guide 



31 5/8" 




front view back view 



BLAVET 



FVN8324 



Modern Bathroom Vanity w/ Mirror 
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SINK 

top view 




FVN8330WH 

BLAVET 




FVN8330BL 



BLAVET 



FVN8330 



32" Modern Bathroom Vanity w/ Mirror 
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VANITY 

front view 
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SINK 

top view 




BOX DIMENSIONS: L34" W29" H44" G.W.1 



VANITY 

back view 




FVN8340BL 

BLAVET 




FVN8340WH 




BLAVET 



FVN8340 



40" Modern Bathroom Vanity w/ Mirror 
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VANITY 

front view 



SINK 

top view 




VANITY 

back view 



BOX DIMENSIONS: L42" W24" H44 1/2" G.W. 



Classico 



If the name isn't enough to sell you on the Classico line of bathroom vanities, one 
look at these gorgeous home additions will have you head over heels. Blending 
traditional decor elements with a contemporary twist, these distinct vanities will 
become the focal point in any bathroom. Depending on your home's aesthetic, the 
Classico line offers models with simple, defined lines or curvy and intriguing shapes. 
Available in all shapes and sizes, you're guaranteed to find the perfect match for 
your bathroom's decorative and dimensional constraints. 

Not only do these products feature visually arresting designs, but they offer reliable 
constructions supported by durable materials such as solid wood, stainless steel 
and tempered glass. The Classico line offers plenty of unique storage options - from 
a cubby hole under the counter to side shelves - that enhance both the functional 
and visual appeal of these items. And with a wealth of faucet styles to choose from, 
your Classico vanity may just become your favorite part of your home bathroom. 



FVN3301ES 



NFINITO 




fed 



NFINITO 



FVN3301 



Modern Bathroom Vanity w/ Medicine Cabinet 





SINK 

top view 



VANITY 

front view 
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VANITY 

back view 



BOX DIMENSIONS: L W O" H4I G.W. 



NFINITO 



FVN3307 



Modern Double Sink Bathroom Vanity 

w/ Medicine Cabinets 



SINK 

top view 




VANITY 

front view 
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BOX DIMENSIONS: L66 1/2" W32 1/2" H46" G.W. 



CONTENTO 



FVN3310 



60" Double Sink Modern Bathroom Vanity w/ Mirrors 




VANITY 

front view 
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BOX DIMENSIONS: L61" W29" H26" G.W. 
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VANITY 

back view 



CONTENTO 



FVN3312 



24" Modern Bathroom Vanity w/ Mirror 




CONTENTO 



FVN3314 



30" Modern Bathroom Vanity w/ Mirror 
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VANITY 

back view 




VANITY 

front view 
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top view 



CONTENTO 



FVN3316 



39" Modern Bathroom Vanity w/ Mirror 





FVN3317ES 

CONTENTO 




CONTENTO 



FVN3317 



43 1/2" Modern Bathroom Vanity w/ Mirror 
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top view 
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BOX D I M E N S I O N S : L W 7" HS 
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VANITY 

back view 



FVN3318 



CONTENTO 



48" Modern Bathroom Vanity w/ Mirror 



SINK 




CONTENTO 



FVN3319 



55" Modern Bathroom Vanity w/ Mirror 




VANITY 

front view 
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VANITY 

back view 



BOX DIMENSIONS:!. W 



H 



G.W. 



EMOTIVO 



FVN3328 



Modern Bathroom Vanity w/ Mirror 




BOX DIMENSIONS: L35" W30" H34" G.W. 



SIMPATICO 



FVN3330 



Modern Bathroom Vanity w/ Mirror & Shelves 
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VANITY 

front view 



UNICO 



FVN3331 



Modern Bathroom Vanity w/ Mirrors 
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SINK 

top view 
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FVN3332ES 

CORTESE 



LUK I bbb 



FVN3332 



Modern Bathroom Vanity w/ Mirror 




SINK 

top view 



VANITY 

front view 



BOX DIMENSIONS: L35" W31 1/2" H34" G.W. 
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GRAZIOSO 



FVN3337 



Modern Bathroom Vanity w/ Mirror 



VANITY 

front view 



SINK 

top view 




VANITY 

back view 
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BOX DIMENSIONS: L331/2" W27 1/2 H34 1/2" G.W. 
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Lucido 



If you're on the hunt for a bathroom vanity that exudes 21st century 
chic, look no further than the Lucido line. Sleek, elegant and adaptable, 
these gorgeous additions can take even the most outdated bathrooms 
and give them a stylish and modern appeal. Featuring subtle design 
accents, the Lucido line of vanities are minimalist pieces that can make 
a dramatic statement in any space. Whether you live in a large house or 
a smaller apartment building, you're bound to find the style, size and 
shape vanity that's right for your home. 



You can also count on Lucido to be a long-lasting aspect of your 
bathroom. Built using materials such as tempered glass, reinforced 
acrylic composite, pressed wood and high quality ceramic, rest assured 
that your vanity is more than just an aesthetically pleasing piece of 
furniture - it's also durable enough to handle anything that takes place 
in your bathroom. 



PARMA Pedestal S 



FVN5023 



INK 



Modern Bathroom Vanity w/ Medicine Cabinet 
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VANITY 

front view 
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26" 




FMC8058 

(optional medicine cabinet) 




SINK 

top view 




VANITY 

back view 



BOX DIMENSIONS: L W H G.W. 



( *without medicine cabinet ) 




Modern Bathroom Vanity w/ Medicine Cabinet 




BOX DIMENSIONS: L W H G.W. ?4LB 

( *without medicine cabinet ) 




CODA 



FVN5082 



14" Modern Corner Bathroom Vanity 

w/ Medicine Cabinet 

FMC5082 

(optional medicine cabinet) 
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FMC5082 

medicine cabinet 

top view 



SINK 

top view 




30" 



VANITY 

front view 




VANITY 

back view 



BOX DIMENSIONS: L34" W16" H26" G.W. 



( *without medicine cabinet ) 



CODA 



FVN5084 



18" Modern Corner Bathroom Vanity 

w/ Medicine Cabinet 

FMC5084 

(optional medicine cabinet) 



23 1/2 




VANITY 

front view 




34' 




FMC5084 

medicine cabinet 

top view 




SINK 

top view 




VANITY 

back view 



BOX DIMENSIONS:!. 
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G.W. 



( *without medicine cabinet ) 



FVN5092WH 



ENERGIA 




FVN5092OR FVN5092RD 



ENERGIA 



FVN5092 



2 Drawer Modern Bathroom Vanity 

w/ Three Panel Folding Mirror 




VANITY 

back view 



VANITY 

front view 



BOX DIMENSIONS: L38 1/2" W26 1/2" H26 1/2" G.W. 



Moselle 



Bold, beautiful and perfect for a modern or traditional home, the Moselle line of 
bathroom vanities produces a dramatic effect that will instantly have you under 
its spell. It only takes one look at this high end home accent to understand why 
it's considered the epitome of luxury. While Moselle is clearly inspired by sleek 
modern designs, its antique details result in a finished product that is as versatile 
as it is visually arresting. It's also easy to see why so many homeowners liken 
this vanity to a relic from an early to mid 20th century home. 



Available in three different sizes, you'll have no trouble selecting the style that's 
right for your bathroom. These durable pieces benefit from the strength of such 
top-of-the-line materials as steel frames, tempered glass countertops, ceramic 
sinks and macasser ebony veneer drawers. So if you're interested in a classic 
and fashionable addition for your home bathroom, look no further than Moselle. 



MOSELLE 



FVN7712 



36" Modern Glass Bathroom Vanity w/ Mirror 
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32 1/4" 



VANITY 

back view 



VANITY 

front view 



BOX DIMENSIONS: L48"W24"H28"G.W. 



MOSELLE 



FVN7714 



47" Modern Glass Bathroom Vanity w/ Mirror 



VANITY 

front view 
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top view 
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VANITY 

back view 



BOX DIMENSIONS:L W26 1/2" H36 1/2" G.W. 



MOSELLE 



FVN7716 



59" Modern Glass Bathroom Vanity w/ Mirror 




Nero 



Despite being one of the most frequently visited rooms in a given home, 
the bathroom is frequently overlooked for it's decorative potential. If 
you're interested in giving your bathroom a little something extra in terms 
of aesthetic design, the Nero line of vanities are likely be right up your 
alley. These top-of-the-line bathroom accents affords stylish luxury as well 
as functional integrity for the best of both worlds. Nero's contemporary 
construction will instantly captivate you with its sleek lines, bold colors and 
creative arrangement. 

You'll be getting more than just a gorgeous piece of bathroom furniture 
when purchasing Nero line of vanities - you'll also enjoy a durable product 
that will last for years to come. Made with such materials as wenge wood, 
glass shelves and a ceramic sink, you can rest assured that your piece will 
remain as reliable as it is beautiful. Whether you live in a contemporary or 
traditional home, you'll be more than satisfied with Nero. 
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EGOISTA 



FVN3005 



Modern Bathroom Vanity w/ Wenge Wood Finish 




VANITY 

front view 



VANITY 

back view 



BOX DIMENSIONS: L373/4" W25" H45"G.W. 



VITA 



FVN3013 



Modern Bathroom Vanity w/ Wenge Wood Finish 
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top view 
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BOX DIMENSIONS 



W 



H29 3/4 G.W. 54LB 



VANITY 

back view 




FVN3021WG 



DISTINTO 
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DISTI NTO 



FVN3021 



Modern Bathroom Vanity w/ Wenge Wood Finish 




VANITY 

back view 



VANITY 

front view 



BOX DIMENSIONS: L26 3/4" W30 1/2" H38 3/4" G.W. 



STILE 



FVN3520 



Modern Bathroom Vanity 

w/ 3 Wall Mounted Shelves, Mirror & Side Cabinet 




VANITY 

front view 



.12 1/2" 











9 3/4" 









back view 

BOX DIMENSIONS: L W24 1/4" H32 1/2 G.W. 




Sleek, modern, beautiful - these are three of many terms that come to 
mind when first viewing the incredible Senza line of bathroom vanities. 
Whether a Senza vanity is implemented in a contemporary or traditional 
home, it instantly brings touches of elegant minimalism and classic visual 
appeal. Its signature floating design seamlessly adds interest to the 
simplest bathrooms while also impressing a sense of expanded visual 
space in the room. 



However, Senza isn't just about style - it also has the substance to handle 
years of use. The line makes heavy use of strong materials and offers an 
array of faucets that are as eye-catching as they are durable. Each Senza 
bathroom vanity offers a variety of storage features for customers to 
choose from - slow-closing mechanisms, nested drawers or pop-open 
drawers. In addition, these vanities come standard with a medicine cabinet 
and a multitude of matching side cabinet options that enhance Senza's 
established cutting-edge design. 
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PULITO 
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Modern Bathroom Vanity w/Tall Mirror 
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BOX DIMENSIONS: 
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FVN8006GO FVN8006BW 



NANO 



FVN8006 



Modern Bathroom Vanity w/ Medicine Cabinet 
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MEZZO 




FVN8010GO FVN8010BW 



MEZZO FVN80, ° 

Modern Bathroom Vanity w/ Medicine Cabinet 
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BOX DIMENSIONS: L42 1/2" W28 1/2" H29 1/2" G.W. 
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OPULENTO 



FVN8013 



Modern Double Sink Bathroom Vanity 

w/ Medicine Cabinet 




VANITY 

front view 



BOX DIMENSIONS: L56 1/2" W30" H28 1/4" G.W. 8LB 



LIVELLO 
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24" Modern Bathroom Vanity w/ Medicine Cabinet 




FVN8030GW 

LIVELLO 30" 




LIVELLO 
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30" Modern Bathroom Vanity w/ Medicine Cabinet 
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LARGO 




FVN8040TK FVN8040BW 



LARGO 
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Modern Bathroom Vanity w/ Wavy Double Sinks 
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Modern Bathroom Vanity w/ Medicine Cabinet 
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BOX DIMENSIONS: L W 
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POTENZA 
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Modern Bathroom Vanity w/Pop Open Drawer 



27 1/2" 



00 

in 

h0 



O _ *4 1/4" 



-19 1/2"— — ► 




SINK 

top view 



□ I La 



VANITY 

front view 



H 25 3/8" 



VANITY 

back view 



MEDIO 
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Modern Bathroom Vanity w/ Medicine Cabinet 




FMC8090 

medicine cabinet 
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BOX DIMENSIONS: L34" W28 1/2" H29" G.W. 
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Modern Bathroom Vanity w/ Medicine Cabinet 



-35 3/8- 



medicine cabinet 
FMC8090 



1111 



VANITY 

front view 



26" 




1 

4" 



21 3/4" 







CN 

A 


















< 21 3/4"— 





SINK 

top view 



VANITY 

back view 




BOX DIMENSIONS: L 
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Stella 



As if the name alone wasn't enough to convey its elegant and out-of-this-world 
appeal, a brief glance at an unforgettable Stella vanity will. A perennial best-seller, 
this modern collection will instantly bring sophistication and class to any home. 
Depending on your particular style, you can select a Stella vanity that is stark and 
contemporary or warm and inviting. Its ultra-fashionable and minimalist aesthetic is 
enhanced by the versatile ability to shift between a floating design or standing legs. 



The clean, simple lines that signify this solid wood line of vanities also provide it with 
unparalleled storage potential. Each model comes equipped with top-of-the-line 
handles and visual appeal as well as slow-closing hinges that offer an added safety 
feature for the lingering hand. So, if you're searching for a piece of furniture that will 
set the tone in your home's bathroom, look no further than the ever-popular Stella 
vanity. 
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BRILLIANTE 
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Modern Bathroom Vanity w/ Mirror 
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BOX DIMENSIONS: L22" W26" H32" G.W. 
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Modern Double Vessel Sink Bathroom Vanity 
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back view 
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BOX DIMENSIONS: L62"W30"H28"G.W.2' 

f BOX DIMENSIONS:!. W H G.W. 




FVN6123NW 



DISTANTE 



FVN6123 



Modern Bathroom Vanity w/ Mirror & Side Cabinet 




AMATO ^ 

Modern Bathroom Vanity 

w/ Solid Oak Wood & Espresso Finish 




BOX DIMENSIONS: 



W 3"H 



G.W. 



SERIO 



FVN6143 



Espresso Modern Bathroom Vanity 

w/ Mirror & Side Cabinet 

VANITY 

front view 




33 3/4 



19 5/8 : 



SINK 

top view 



K 16 3/8" ► 

-20"- 



-24 1/2" — H«-19 3/8 - 



i 11 3/8" 



BOX DIMENSIONS: L57" W29" H26" G.W. 



CARP 



FVN6163 



Modern Bathroom Vanity w/ Mirrored Side Cabinet 




H — 25 1/2"- 



-10" 



VANITY 

back view 
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SINK 

top view 



-18"- j 
-19 3/4— -►: 



BOX DIMENSIONS: L41" W30" H29" G.W. 



MODELLO 



FVN6183 



Modern Bathroom Vanity 

w/ Ceramic Sink & Medicine Cabinet 




MODELLA 



FVN6185 



Modern Bathroom Vanity w/ Medicine Cabinet 




23 5/8 
15 3/4 




19 5/8" 



VANITY 

front view 



LB 




FVN6193ES 

VETTA 



FVN6193 



VETTA 



Modern Double Sink Bathroom Vanity w/ Mirror 




Trieste 



While some might be swayed by extravagant, over-the-top styles in 
home decor, the discerning homeowner knows that simplicity is often 
the best and quickest route toward building a sophisticated and 
tasteful home aesthetic. With these qualifications in mind, the Trieste 
line of bathroom vanities might be the perfect match for your humble 
abode. 



Versatile, durable and beautiful, this select line embodies the most 
striking features of minimalist modern home decor. You'll fall in love 
with Trieste's clean, sleek designs, which can be adapted to nearly any 
house or apartment's established interior appeal. 



The Trieste line is also one of the most functional additions you can 
bring to your bathroom. These vanities are available in floating and 
traditional freestanding constructions that offer unparalleled storage 
space for all of your everyday needs. You'll also enjoy the strength 
and attractiveness of Trisete's signature ceramic countertops and 
sinks. The second you install one of these incredible home accents, 
you're bound to notice a dramatic difference in your home bathroom. 



ADQUR FVN81, ° 

16" Modern Bathroom Vanity w/ Mirror 



* — 15 3/4" — >• 




VILANIE 



FVN8113 



48" Wenge Brown Modern Double Sink 

Bathroom Vanity w/ Mirror 




VANITY 

front view 



VANITY 4 

. - - - J| | 



-16" 



BOX DIMENSIONS: L W28" H36" G.W. 



CIELO 



FVN8114 



24" Modern Bathroom Vanity w/ Mirror 



VANITY 

back view 





VANITY 

front view 



20" 



/2"\ 
11" 

1. 



BOX DIMENSIONS: L30" W25" H2 



G.W. 



-24" 



O ^5 1/4" 



O 



'* 16 5/8" ►! 



SINK 

top view 




FVN8118WG 



ALLIER 



FVN8118 



16" Modern Bathroom Vanity w/ Mirror 




VANITY 

front view 



4" 



15 3/4" 

10 1/4" 



« 12" ^ 



O 



\S5" 
« 15 3/4- ►! 



SINK 

top view 



29" 



15 1/4" 



14" 

I 



k-12 1/4*4 



VANITY 

back view 



BOX DIMENSIONS: L19" W27 1/2" H45 1/2" G.W. 




FVN8119WG 

ALLIER 60" 




FVN8119GO 



ALLIER 



FVN8119 



60" Modern Double Sink Bathroom Vanity w/ Mirror 
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3 1/2: 



34 1/4 



VANITY 

front view 
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-18 1/4- 
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SINK 

top view 
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10 1/4" 
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U18 1/2* 



<V 1/2"-) 



BOX DIMENSIONS: L63" W34" H41" G.W. 



9 1/4" 
T 



17 1/2 



VANITY 

back view 




FVN8123WO 



ELISSOS 



FVN8123 



24" Modern Bathroom Vanity w/ Medicine Cabinet 

..6V 





34 1/4" 



VANITY 

front view 



SINK 

top view 



VANITY 

back view 
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24 3/8" ^" 
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6 5/8" 




t 



22 1/2" 



[BOX DIMENSIONSiL W H G.W. 



ALLIER 



FVN8125 



24" Modern Bathroom Vanity w/ Mirror 




ADOUR 



FVN8128 



32" Modern Single Sink Bathroom Vanity w/ Mirror 




'< — 28 3/4" — H 



BOX DIMENSIONS: L35" W30" H29" G.W. 



VANITY 

back view 




FVN8130WG 



ALLIER 



FVN8130 



30" Modern Bathroom Vanity w/ Mirror 





FVN8136GO 



ALLIER 



FVN8136 



36" Modern Bathroom Vanity w/ Mirror 



* 5 1/4" 



VANITY 

front view 




BOX DIMENSIONS: L38" W29" H46" G.W. 




FVN8140GO 



FVN8140 



ALLIER 



40" Modern Bathroom Vanity w/ Mirror 



VANITY 

front view 




BOX DIMENSIONS: L41 1/2" W29" H46" G.W. 



VANITY 

back view 




FVN8148GO 



ALLIER 



FVN8148 



48" Modern Bathroom Vanity w/ Mirror 



VANITY 

front view 



47 3/8" 
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<* 18 1/2" * 



SINK 

top view 




VANITY 

back view 



13 1/2 1 : 



BOX DIMENSIONS: L50" W28 3/4" H46" G.W. 
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O 



Vetro 



Somewhere in between antique and contemporary decor styles resides that 
one-of-a-kind appeal of the Vetro line of bathroom vanities. Despite featuring 
ultra modern materials like tempered glass countertops and stainless steel 
bodies, these furnishings also offer designs that seem to be based on vintage 
vanities you might find in the 1920s or 30s. As a result, the Vetro line is highly 
adaptable to homes of all different aesthetic tastes - from a traditional suburban 
house to a swanky downtown apartment. 



With Vetro's innovative designs, you can also select the model that works best 
in your bathroom. These vanities are available as freestanding, floating or a 
hybrid of both styles - lending visual interest to your room while also effectively 
minimizing the amount of floor space required. The sleek, curving construction 
of the Vetro line also evokes a sense of relaxation that will help take your 
bathroom from a purely functional design toward a luxurious home spa appeal. 



FVN1012 

CRISTALLINO 




CRISTALLIN O 



FVN1012 



Modern Pedestal Vanity w/ Frosted Vessel Sink 




VANITY 

front view 



VANITY 

back view 



BOX DIMENSIONS:!. W 5"H12' G.W. 




OVALE 



FVN1019 



Modern Pedestal Vanity w/ Frosted Vessel Sink 




VANITY 

back view 



VANITY 

front view 



BOX DIMENSIONS: L43" W16" H26" G.W. 



NEIXO 



FVN1036 



Modern Pedestal Vanity w/ Wavy Edge Vessel Sink 




ORDINATO ^ 

Corner Mount Modern Glass Bathroom Vanity 




BOX DIMENSIONS: L36" W12" H32" G.W.36LB 



VITALE 



FVN1053 



Modern Pedestal Vanity w/ Mirror 




< 23 5/8" ►! 



VANITY 

front view 




34 3/8" 




k3V 



VANITY 

back view 




SINK 

top view 



BOX DIMENSIONS: L 



W 



H 



G.W.63LB 




FVN1060 



ATTRAZIONE 





0 



4^ 

r 



ATTRAZIONE 



FVN1060 



Modern Pedestal Vanity w/ Frosted Edge Mirror 




5 3/8" 



VANITY 

back view 



VANITY 

front view 



BOX DIMENSIONS: L43" W12" H26" G.W.53LB 



SCOPERTO FVN1066 

Modern Black/Dark Purple Pedestal Vanity w/ Mirror 




VANITY 

front view 



SINK 

top view 



SIDE 

CABINETS 




FST1002ES 



FST1002ES 



Espresso Bathroom Linen Side Cabinet 

w/ 3 Pull Out Drawers 




Espresso Bathroom Linen Cabinet w/3 Open Shelves 



FST1004ES 



FST1004ES 



Espresso Bathroom Linen Cabinet 

w/3 Open Shelves 




r. 




% 


f 




FST1008ES 



FST1008ES 

Espresso Bathroom Linen Side Cabinet 

w/ 3 Tempered Glass Shelves 



■15 3/4- 




FST1024ES 



Espresso Bathroom Linen Side Cabinet 

w/ Large Mirror Door 




BOX DIMENSIONS:!. W 5" H15" G.W. 




FST1040ES 



Espresso Bathroom 



Linen Side 

w/ 



Cabinet 

4 Storage Areas 




BOX DIMENSIONS: L57 1/2" W18 1/8" H6 1/8" G.W. 





FST8070 



FST8070 

Bathroom Linen Side Cabinet 

w/ 4 Cubby Holes & Mirror 




BOX DIMENSIONS: L7 7/8" W14 1/4" H69" G.W. 





FST8090 



FST8090 



Bathroom Linen Side Cabinet 

w/ 3 Large Storage Areas 





FST8091WH FST8091GW FST8091TK FST8091BW 



FST8091 



FST8091 



Bathroom Linen Side Cabinet 

w/ 2 Storage Areas 



"12"- 



-12 5/8" 



27 1/2" 



BOX DIMENSIONS: L45/8 W 



H 



G.W. 




FST8092GO FST8092TK FST8092GW 

FST8092 



6 FRESCABATH.COM 



FST8092 



Bathroom Linen Side Cabinet 

w/ 2 Open Storage Areas 




FST8110 



Adour Bathroom Linen Side Cabinet 




BOX DIMENSIONS: L741/2"W121/2"H12"G.W. 






FST8130WG 



FST8130GO 



FST8130 



FST8130 



Bathroom Linen Side Cabinet 

w/ 2 Glass Shelves 





FST8140 



FST8140 



Bathroom Linen Side Cabinet w/ 2 Doors 



-15 3/4' 



30" 




BOX DIMENSIONS: L33 1/2" W19" H13" G.W. 



MEDICINE 

CABINETS 




Wenge Wood Finish Bathroom Medicine Cabinet 

w/ 3 Open Shelves 



FMC3013WG 



FMC3013WG 



Wenge Wood Finish Bathroom Medicine Cabinet 

w/3 OpenShelves 





MEDICINE CABINET 

top view 



BOX DIMENSIONS: L 



W 



H12" G.W. 




FMC3301ES 



FMC3301ES 



Large Espresso Bathroom Medicine Cabinet 

w/ Small Bottom Shelf 





Installation Type: 



• Surface Mounted 



BOX DIMENSIONS:L 



W 



H 



G.W. 



_B 



FMC6124ES 



Espresso Bathroom Medicine Cabinet 

w/ Small Bottom Shelf 




33 1/2" 



-23 5/8"- 



Installation Type: 



Surface Mounted 



BOX DIMENSIONS: L38" W32" H12" G.W. 



227 



' White Corner Medicine Cabinet 
w/ Mirror Door 



FMC5082WH 



FMC5082WH 



Coda 14" White Corner Medicine Cabinet 

w/ Mirror Door 




Installation Type: 



Surface Corner Mounted 



BOX DIMENSIONS: L 



W 



H 



G.W. 





FMC5084WH 



FMC5084WH 



Coda 18" White Corner Medicine Cabinet 

w/ Mirror Door 



230 




Installation Type 



Surface Corner Mounted 



BOX DIMENSIONS: L3' W21" H21" G.W. 




FMC8058 



FMC8058 



Bathroom Medicine Cabinet 



w/Mirrors 




Installation Type: 



• Recessed / Surface Mounted 



BOX DIMENSIONS: L34" W26" H12" G.W. 




FMC8010 



FMC8010 



Wide Bathroom Medicine Cabinet w/ Mirrors 




Installation Type: 



• Recessed / Surface Mounted 



BOX DIMENSIONS: 



W >"H 



G.W. 



FMC8090 



Wide Bathroom Medicine Cabinet w/ Mirrors 




Installation Type: 



• Recessed / Surface Mounted 



BOX DIMENSIONS: L36" W32" H12" G.W. 




1 





MED.CABINETS 


<*> 




1 


237 




FMC8013 



FMC8013 



Wide Bathroom Medicine Cabinet w/ Mirrors 




Installation Type: 



• Recessed / Surface Mounted 



BOX DIMENSIONS: L36" W32" H28" G.W. 




FMC8019 



Large Bathroom Medicine Cabinet w/Mirrors 




MIRRORS 



2 Illuminated Bathroom Mirrors 

w/Frosted Inner Border 




FMR8040 

Large Bathroom Mirror 

w/ metal frame 



MIRRORS 



2 Illuminated Bathroom Mirrors 

w/Frosted Inner Border 



3 1/4" 



2 3/4" 



21 5/8' 



FMR8055 

Square 



L34" W26" H16" G.W.26LB 




26" 



-26- 



FMR8021 

Circular 



W32" H16" G.W.26LB 



\0 



31 1/2" 



Large 
Bathroom Mirror 

w/ metal frame 




FMR8040 



FAUCETS 





FFT1000BN 

CASCATA 



CASCATA 



FFT1000BN 



Waterfall Single Hole Mount 

Bathroom Vanity Faucet 




side view 




FFT1000CH 

CASCATA 



CASCATA 



FFT1000CH 



Waterfall Single Hole Mount 

Bathroom Vanity Faucet 




FEATURES: 

<§> Chrome Finish 

& Ceramic Disc Valve 

<*> 1/2" - 14 NPS Connection 

& Single Hole Faucet Mount 

<*> Solid Brass Body 




side view 




FFT1010CH 

CASCATA 



CASCATA 



FFT1010CH 



Waterfall Single Hole Vessel Mount 

Bathroom Vanity Faucet 



250 




FEATURES: 

<§> Chrome Finish 

& Ceramic Disc Valve 

<*> 1/2" - 14 NPS Connection 

& Single Hole Vessel Faucet Mount 

<*> Solid Brass Body 



side view 



BOX DIMENSIONS: L14" W10" Hi 



G.W. 



_B 



TINELLA 



FFT1022CH 



Single Hole Mount Bathroom Vanity Faucet 




6 Ceramic Disc Valve 
6 1/2" - 14 NPS Connection 
<S> Single Hole Faucet Mount 
6 Solid Brass Body 



BOX DIMENSIONS: L12 W7" H2 1/2" G.W.3I 







■ 



FFT1030BN 



VERSA 



VERSA 



FFT1030BN 



Single Hole Mount Bathroom Vanity Faucet 



-4 3/8- 



254 




3 3/8" 



side view 



FEATURES: 

6 Brushed Nickel Finish 
<§> Ceramic Disc Valve 
<§> 1/2" - 14 NPS Connection 
& Single Hole Faucet Mount 
6 Solid Brass Body 




BOX DIMENSIONS: L12 1/2" W7" H2 1/2" G.W.4LB 



FFT1030CH 

BEVERA 



FFT1030CH 



BEVERA 



Single Hole Mount Bathroom Vanity Faucet 




BOX DIMENSIONS: L12 1/2" W7" H2 1/2" G.W. 




LIRIS 



FFT1032CH 



Vessel Mount Bathroom Vanity Faucet 





FFT1040CH 

TARTARO 



TARTARO 



FFT1040CH 



Single Hole Mount Bathroom Vanity Faucet 



-4 3/8- 



3/4"^! 



260 



-5 3/4" 



side view 




4" 



FEATURES: 

<§> Ceramic Disc Valve 

<§> 1/2"-14NPS Connection 

& Single Hole / Single Handle 

& Solid Brass Body 



7 3/8" 




BOX DIMENSIONS: 



W7" H 



G.W. 



FFT1041BN 

SILLARO 



i 



SILLARO 



FFT1041BN 



Single Hole Mount Bathroom Vanity Faucet 



l-i 3/4"-; 




side view 



FEATURES: 

& Ceramic Disc Valve 

<§> 1/2"-14NPS Connection 

& Single Hole / Single Handle 

& Solid Brass Body 




BOX DIMENSIONS: L12 1/2" W7" H2 1/2" G.W. 



FFT1044CH 



TOLERUS 



TOLERUS 



FFT1044CH 



Single Hole Vessel Mount 

Bathroom Vanity Faucet 



264 



-i 3/4"—; 



-4 3/8- 




-5 3/4- 



side view 



FEATURES: 

& Chrome Finish 

<& Ceramic Disc Valve 

<§> 1/2" - 14 NPS Connection 

6 Single Hole / Vessel Faucet Mount 

<§> Solid Brass Body 




BOX DIMENSIONS: L16 1/2" W7" H2 1/2" G.W. 





FFT1045BN 

SOANA 



SOANA 



FFT1045BN 



Single Hole Vessel Mount 

Bathroom Vanity Faucet 




side view 



FEATURES: 



& Ceramic Disc Valve 

& 1/2"-14NPS Connection 

& Solid Brass Body 

& Single Hole / Single Handle / Vessel 



1 3/8" Bore 



BOX DIMENSIONS: L16 1/2" W7" H 



FFT1046BN 

SAVIO 



SAVIO 



FFT1046BN 



Single Hole Mount Bathroom Vanity Faucet 



side view 




FEATURES: 



<s> Ceramic Disc Valve 

& 1/2"-14NPS Connection 

& Solid Brass Body 

& Single Hole / Single Handle / Vessel 



BOX DIMENSIONS: L12 1/2" W7" H2 1/2" G.W. 




FFT1051CH 

ORBA 



ORBA 



FFT1051CH 



Single Hole Mount Bathroom Vanity Faucet 



270 




FEATURES: 

<*> Chrome Finish 
<§> Ceramic Disc Valve 
<*> 1/2" - 14 NPS Connection 
6 Single Hole Faucet Mount 
6 Solid Brass Body 



4 5/8' 



1 3/8" Bore 



BOX D I M E N S I O N S : L WS 1/2" H5 1/2" G.W.5LB 



FFT1053CH 

ISARUS 



SARUS 



FFT1053CH 



Single Hole Mount Bathroom Vanity Faucet 



3 7/8 ; 



side view 




FEATURES: 

<§> Chrome Finish 
6 Ceramic Disc Valve 
& 1/2" - 14 NPS Connection 
<§> Single Hole Faucet Mount 
<S> Solid Brass Body 



1 3/8" Bore 



BOX DIMENSIONS: L12" W8" H 



GATTOLA 



FFT1078CH 



Single Hole Vessel 



Mount 

Bathroom Vanity Faucet 




side view 



FEATURES: 

& Chrome Finish 
6 Ceramic Disc Valve 
<§> 1/2" - 14 NPS Connection 
<S> Single Hole / Vessel Faucet Mount 
<§> Solid Brass Body 




8 1/2" 



1 3/8" Bore 



BOX DIMENSIONS: L16 1/2"W8 1/2"H2 1/2"G.W. 




FFT1092BN 

TREBIA 



TREBIA 



FFT1092BN 



Single Hole Vessel 



Mount 

Bathroom Vanity Faucet 




9 1/4" 



side view 



FEATURES: 

& Brushed Nickel Finish 

& Ceramic Disc Valve 

& 1/2" - 14 NPS Connection 

& Single Hole/ Vessel Faucet Mount 

& Solid Brass Body 




1 3/8" Bore 



BOX DIMENSIONS: L 



W6" H6" G.W. 




IA 



FFT3801CH 



Widespread Mount Bathroom Vanity Faucet 



FEATURES: 



<S> Chrome Finish 
<§> 1/2" - 14 NPS Connection 
6 Solid Brass Body 
& Widespread Faucet Mount 
<*> Ceramic Disc Valve 




3 5/8 ,J 



BOX DIMENSIONS: L161/2" W8 1/2" H3" G.W. 



Fresca Platinum faucets 
are made from full brass 
and will not damage as 
much as other faucets. 



Fresca Platinum solid 
cast faucets use Neoperl 
Aerators to keep your 
faucet clean. Neoperl 
technologies also save 
you water! 




Fresca Platinum 
faucets use Kerox 
Mixing Valves which 
are built to last and 
save you water. 



Fresca Platinum 
solid cast faucets 
are much stronger 
and more durable 
than assembled 
faucets. 




FFT2601CH 

MAZARO 



MAZARO 



FFT2601CH 



Centerset/ Single Hole Mount Chrome 

Bathroom/Vanity Faucet 




c \x® 

CERTIFIED 



6 7/8" 




FEATURES: 

<§> Chrome Finish 
<*> Solid Brass Body 
<§> 1/2" - 14 NPS Connection 
6 Single Hole Faucet Mount 
<§> Kerox Mixing Valve 
w/ Water Saving Control 




side view 



4 1/8" 



-4 3/4- ^ 



-2"- 



-3 3/4 ,J - 



front view 



BOX DIMENSIONS :L 



H 



G.W. 



MAZARO 



FFT2602CH 



Single Hole Vessel Mount 

Bathroom Vanity Faucet 




c \/ ® 

CERTIFIED 



u-4° 




- 41/2"- 



oo 

CD 




-4 3/4"- 
-3 3/4"^ 



side view 




13 7/8" 



front view 



FEATURES: 

6 Chrome Finish 
& Solid Brass Body 
<£> 1/2" - 14 NPS Connection 
6 Single Hole / Vessel Faucet Mount 
& Kerox Mixing Valve 
w/ Water Saving Control 



12 1/2 




BOX DIMENSIONS: L18" W1 



H6 1/8" G.W.6 1/2LB 




FFT3001CH 

VELINO 



VELINO 



FFT3001CH 



Single Hole Mount Bathroom Vanity Faucet 




c XX® 

CERTIFIED 



6 1/2" 



5 1/8" 




FEATURES: 



6 Chrome Finish 
<*> Solid Brass Body 
<§> 1/2" - 14 NPS Connection 
<*> Single Hole Faucet Mount 
<§> Kerox Mixing Valve 
w/ Water Saving Control 



4 1/8" 





-4 3/8- 



side view 




2 1/4" 
_1 



front view 



BOX DIMENSIONS: L9 1/2" W9" H( 



G.W. 



VELINO 



FFT3002CH 



Single Hole Vessel Mount 

Bathroom Vanity Faucet 



-4 1/8- 




12" 



-4 3/8- 





side view 



FEATURES: 

& Chrome Finish 
& Solid Brass Body 
6 1/2" - 14 NPS Connection 
6 Single Hole / Vessel Faucet Mount 
& Kerox Mixing Valve 
w/ Water Saving Control 




C X/® 
CERTIFIED 



13 3/8' 




BOX DIMENSIONS: L W12 1/2" H6 1/8" G.W. 



4» 




FFT3201CH 

RIENZA 



RIENZA 



FFT3201CH 



Single Hole Mount Bathroom Vanity Faucet 




c \/® 

CERTIFIED 



290 




FEATURES: 

& Chrome Finish 
& Solid Brass Body 
6 1/2" - 14 NPS Connection 
6 Single Hole Faucet Mount 
<*> Kerox Mixing Valve 
w/ Water Saving Control 



7 1/8 





side view 



front view 



BOX DIMENSIONS: L9 5/8" W9" H6 1/2" G.W.6 1/2 



RIENZA 



FFT3202CH 



Single Hole Vessel Mount 

Bathroom Vanity Faucet 



FEATURES: 

& Chrome Finish 
<*> Solid Brass Body 
<§> 1/2" - 14 NPS Connection 
<*> Single Hole / Vessel Faucet Mount 
& Kerox Mixing Valve 
w/ Water Saving Control 



13" 




side view 




front view 



C X/® 
CERTIFIED 




FFT3206CH 

PARINA 



PARINA 



FFT3206CH 



Widespread Mount Bathroom Vanity Faucet 



294 




top view 



4 7/8' ; 



2 1/2" 



FEATURES: 

& Chrome Finish 
<§> 1/2" - 14 NPS Connection 
<*> Solid Brass Body 
6 Widespread Faucet Mount 
6 Kerox Mixing Valve 
w/ Water Saving Control 



front view 



BOX DIMENSIONS: L W 2" H5 1/8" G.W. 




FFT3701CH 

CESANO 



CESANO 



FFT3701CH 



Single Hole Mount Bathroom Vanity Faucet 




c \/® 

CERTIFIED 



296 



FEATURES: 



6 Chrome Finish 
<§> 1/2" - 14 NPS Connection 
<*> Solid Brass Body 
<§> Single Hole Faucet Mount 
& Kerox Mixing Valve 
w/ Water Saving Control 




4 7/8' 



4 5/8 




-2 1/8- 



4 3/8"- 



7 



-2"- 



side view 



front view 



BOX DIMENSIONS: L9 5/8" W9" H( 



G.W. 



CESANO 



FFT3702CH 



Single Hole Vessel Mount 

Bathroom Vanity Faucet 



FEATURES: 

<S> Chrome Finish 
<§> 1/2" - 14 NPS Connection 
& Solid Brass Body 
<§> Single Hole / Vessel Faucet Mount 
& Kerox Mixing Valve 
w/ Water Saving Control 




9 1/2" 



side view 





front view 



C XX® 
CERTIFIED 



FTL1018 

SALERNO 

One-Piece Dual Flush Square Toilet 



SALERNO 



FTL1018 



One-Piece Dual Flush Square Toilet 



302 




28" 



SPECIFICATIONS: 

6 Eco-Friendly Push Button 
Flush Mechanism 

1.6/0.8GPF Water Consumption 

6 12" Trap Distance 

<§> One Piece / S-trap Construction 



High Quality Stain Resistant 
Polish w/ Fully Glazed Trapway 

Seat Included 

Elongated Bowl Type 

3 Years Parts Warranty 



BOX DIMENSIONS: L W16" H29" G.W.107LB 



FTL2108 

COLUMBIA 



One-Piece Elongated Toilet 

w/ Soft Close Seat 



COLUMBIA 



FTL2108 



One-Piece Elongated Toilet w/ Soft Close Seat 



304 



SPECIFICATIONS: 




15 3/4 



<*> UPC Approva 

& Water Sense EPA Certification 

<*> 1.6GPF Water Consumption 

<s> 12" Trap Distance 

<*> One Piece Construction 



<*> Elongated Bowl Type 

^ Soft Close / Non Slamming 
Seat Included 

& Drain w/ Trap Included 

High Quality Stain Resistant 
0 Polish w/Fully Glazed Trapway 

6 3 Years Parts Warranty 



BOX DIMENSIONS: L32" W H2 



G.W. 




305 



FTL2133 



VOLNA 



One-Piece Contemporary Toilet 



VOLNA 



FTL2133 



One-Piece Contemporary Toilet 



SPECIFICATIONS: 




& UPC Approval 

6 Water Sense EPA Certification 

& 1.6GPF Water Consumption 

<§> 12" Trap Distance 

<*> One Piece Construction 



<§> Elongated Bowl Type 

^ Soft Close / Non Slamming 
Seat Included 

<§> Drain w/ Trap Included 

High Quality Stain Resistant 
° Polish w/ Fully Glazed Trapway 



BOX DIMENSIONS: L3 



W 



H 



G.W. 




One-Piece Dual Flush Toilet . 

w/ Soft Close Seat 



DORADO 



FTL2222 



One-Piece Dual Flush Toilet w/ Soft Close Seat 




15" 



SPECIFICATIONS: 




UPC Approva 

Water Sense EPA Certification 

1.6/0.8 GPF Water Consumption 

12" Trap Distance 

One Piece Construction 

Eco-Friendly Push Button 
Dual Flush Mechanism 



& Elongated Bowl Type 



0 



Soft Close / Non Slamming 
Seat Included 

Drain w/ Trap Included 

3 Years Parts Warranty 

High Quality Stain Resistant 
Polish w/ Fully Glazed Trapway 



BOX DIMENSIONS: L 



W 



H 



G.W. 




FTL2309 

DELPHINUS 



One-Piece Dual Flush Toilet 

w/ Soft Close Seat 



DELPHINUS 



FTL2309 



One-Piece Dual Flush Toilet w/ Soft Close Seat 




15 



/2" 




30 1/4" 



SPECIFICATIONS: 



<§> UPC Approval 

<$> Water Sense EPA Certification 

^ Eco-Friendly Push Button 
Dual Flush Mechanism 

<*> 1.6/0.8 GPF Water Consumption 

<*> 12" Trap Distance 

& One Piece Construction 



& Elongated Bowl Type 

A Soft Close / Non Slamming 
Seat Included 

& Drain w/ Trap Included 

High Quality Stain Resistant 
0 Polish w/ Fully Glazed Trapway 

6 3 Years Parts Warranty 



BOX DIMENSIONS: L3 



W 



H 



G.W. 




o 

I - 
m 
— i 

en 



FTL2336 



APUS 

One-Piece Square Toilet w/ Soft Close Seat 



APUS 



FTL2336 



One-Piece Square Toilet w/ Soft Close Seat 



16 



/ 4 " 



SPECIFICATIONS: 




UPC Approve 
Water Sense EPA Certification 



<*> Elongated Bowl Type 
<§> 12" Trap Distance 



6 1. 6/0. 8GPF Water Consumption & Drain w/ Trap Included 



^ Soft Close / Non Slamming 
Seat Included 

<*> One Piece Construction 



High Quality Stain Resistant 
0 Polish w/ Fully Glazed Trapway 

<§> 3 Years Parts Warranty 



BOX DIMENSIONS: L3 



W 



H 



G.W. 



FTL2351 

ANTILA 



One-Piece Dual Flush Toilet . 

w/ Soft Close Seat 



ANTILA 



FTL2351 



One-Piece Dual Flush Toilet w/ Soft Close Seat 




16" 



SPECIFICATIONS: 




& UPC Approval^ 

cv® 

<*> Water Sense EPA Certification 

^ Eco-Friendly Push Button 
Dual Flush Mechanism 

<*> 1.6/0.8GPF Water Consumption 

& 12" Trap Distance 

<*> One Piece Construction 



<*> Elongated Bowl Type 

^ Soft Close / Non Slamming 
Seat Included 

6 Drain w/ Trap Included 

High Quality Stain Resistant 
0 Polish w/ Fully Glazed Trapway 



<*> 3 Years Parts Warranty 



BOX DIMENSIONS: U 



W19' H 



G.W. 






FSP8001BB FSP8001BG 



FSP8001 

PAVIA 



PAVIA 



FSP8001 



Stainless Steel Thermostatic 

Shower Massage Panel 




* T * 






O 















SHOWERHEAD 



MASSAGE 
JET 




SPECIFICATIONS: 

6 4 Separate Volume Controls 

<§> Stainless Steel Body 

6 7" Brass Adjustable Showerhead 

6 4 Brass Adjustable Massage Jets 

<*> Brass Handheld Showerhead & Tub Spout 

<§> Double Interlocked Durable Hose 

6 Brass Spout 

<§> Limited 3 Year Warranty 

& cUPC Certified Thermostatic Valve v^-y 



BOX DIMENSIONS:!- W11" H7" G.W. 



.B 



LECCO 



FSP8002 



Stainless Steel Thermostatic 
. 7<9 „ Shower Massage Panel 




SPECIFICATIONS: 

6 4 Separate Volume Controls 
<*> Stainless Steel Body 
6 7" Brass Adjustable Showerhead 
6 4 Brass Adjustable Massage Jets 
6 Brass Handheld Showerhead & Tub Spout 
6 Double Interlocked Durable Hose 
6 Limited 3 Year Warranty 
6 cUPC Certified Thermostatic Valve 



SHOWERHEAD 



BOX DIMENSIONS 



FSP8003SL 

Shower Massage Panel 



FSP8003 

VENEZIA 



VENEZIA 



FSP8003 



H3 3/4", 




Shower Massage Pane 



59 ,; 





SPECIFICATIONS: 

& Silver Finish PVC Frame 

<s> Pressure Balance Valve 

6 4 Way Diverter 

<*> 7" Adjustable Showerhead 

& 4 Adjustable Massage Jets 

6 Handheld Showerhead & Tub Spout 

6 Integrated Mirror 

6 Double Interlocked Durable Hose 

<§> Limited 3 Year Warranty 



MASSAGE 
SHOWERHEAD JET 



BOX DIMENSIONS:!. 



W I" H7" G.W.15LB 



Shower Massage Panel ^_ 

FSP8004SL 



SALERNA 



SALERNA 



FSP8004 



Shower Massage Pane 




SPECIFICATIONS: 

& Silver Finish Aluminum Frame 

6 Pressure Balance Valve 

4 Way Diverter 

<*> 7" Adjustable Showerhead 

6 4 Adjustable Massage Jets 

6 Handheld Showerhead & Tub Spout 

<*> Double Interlocked Durable Hose 

<§> Integrated Mirror 

<*> Limited 3 Year Warranty 



MASSAGE 
SHOWERHEAD JET 



BOX DIMENSIONS:!. 



W " H7" G.W.I 6 LB 




FSP8006BS 

Stainless Steel Thermostatic Shower Massage Panel 

I with Waterfall Shower Option 




FSP8006BB FSP8006BG 



FSP8006 

VERONA 



VERONA 



FSP8006 



Stainless Steel Thermostatic Shower Massage Panel 

with Waterfall Shower Option 




60 1/4' 
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2 3/4' 
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SHOWERHEAD 



MASSAGE 
JET 



14 1 



6 3/4" 



59 



53 1/2" 



/4" 



SPECIFICATIONS: 

t 4 Separate Volume Controls 

s> Stainless Steel Body 

D 7" Brass Adjustable Showerhead 

D Rain & Waterfall Shower Feature 

i> 4 Brass Adjustable Square Massage Jets 

D Brass Handheld Showerhead & Tub Spout 

> Double Interlocked Durable Hose 

9 Limited 3 Year Warranty 

D cUPC Certified Thermostatic Valvev^v 



BOX DIMENSIONS:!. W10"H7"G.W. 



.B 




FSP8007BS 

Stainless Steel Thermostatic Shower Massage Panel 




FSP8007BB FSP8007BG 



FSP8007 

PRATO 



PRATO 



FSP8007 



Stainless Steel Thermostatic 

Shower Massage Panel 
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SPECIFICATIONS: 

4 Separate Volume Controls 
Stainless Still Body 
7" Brass Adjustable Showerhead 
4 Brass Adjustable Massage Jets 
Brass Handheld Showerhead & Tub Spout 
Double Interlocked Durable Hose 
Limited 3 Year Warranty 
cUPC Certified Thermostatic Valve ^ 



SHOWERHEAD 



MASSAGE 
JET 



BOX DIMENSIONS:!. W12"H7"G.W. 



_B 



FSP8009BS 

Stainless Steel Thermostatic Shower Massage Panel 




FSP8009BG FSP8009BB 



FSP8009 

GEONA 




NA 



FSP8009 



Stainless Steel Thermostatic 

Shower Massage Panel 




9 



SPECIFICATIONS: 

4 Separate Volume Controls 
Stainless Steel Body 
7" Brass Adjustable Showerhead 
3 Adjustable 2-Way Massage Jets 
Brass Handheld Showerhead & Tub Spout 
Double Interlocked Durable Hose 
Limited 3 Year Warranty 
cUPC Certified Thermostatic Valve^ 



SHOWERHEAD 



MASSAGE 
JET 



BOX DIMENSIONS: L 



W 



H 



G.W. 





Shower Massage Pane 



FSP8010SL 

NOVARA 



NOVARA 



FSP8010 



Shower Massage Panel 



2 3/8" 





SPECIFICATIONS: 

<§> Silver Finish PVC Frame 

<*> Pressure Balance Valve 

& 4 Way Diverter 

<*> 6" Adjustable Showerhead 

<*> 6 Adjustable Massage Jets 

6 Handheld Showerhead & Tub Spout 

6 Integrated Mirror 

<§> Double Interlocked Durable Hose 

<*> Limited 3 Year Warranty 



MASSAGE 
SHOWERHEAD JET 



BOX DIMENSIONS:!. W13"H7"G.W. 



ALZATO 




All Items are made with heavy duty brass and available in Chrome Finish 



A LZAT O 



FAC0800 



5 PIECE ACCESSORY SET 






FAC0826 


\ 

Toilet Paper Holder 


© 


FAC0825 


Towel Ring 


e 


FAC0837 


Towel Bar 


0 


FAC0803 


Soap Dish 


I© 


FAC0802 


Robe Hook 

J 



ELLITE 





FAC1463 

* Towel Ring 




FAC1401 

*Robe Hook 




FAC1437 

*24" Towel Bar 




FAC1439 

k20" Double Towel Bar 




FAC1403 

*Soap Dish 



FAC1409 

* Soap Basket 



if 



FAC1415 

Double Tumbler Holder 



J 



FAC1458 

* Toothbrush Holder 




FAC1426 

^Tissue Paper Holder 



All Items are made with heavy duty brass and available in Chrome Finish. 
Marked items are also available in Brushed Nickel Finish. 




ELLITE 



FAC1400 



* 5 PIECE ACCESSORY SET 






FAC1463 


Towel Ring 


© 


FAC1426 


Toilet Paper Holder 


e 


FAC1437 


Towel Bar 


0 


FAC1403 


Soap Dish 


© 


FAC1401 


Robe Hook 



GENEROSO 




FAC2337 

24" Towel Bar 





FAC2326 

Tissue Paper Holder 



20" Double Towel Bar 




FAC2362 

Towel Ring 



Tumbler Holder 

FAC2310 



FAC2303 

Soap Dish 




FAC2309 FAC2301 

Soap Basket Robe Hook 



All Items are made with heavy duty brass and available in Chrome Finish. 






FAC2362 


\ 

Towel Ring 




FAC2326 


Toilet Paper Holder 


e 


FAC2337 


Towel Bar 


0 


FAC2303 


Soap Dish 


I© 


FAC2301 


Robe Hook 



GLORIOSO 




FAC1133 

Toilet Brush Holder 



All Items are made with heavy duty brass and available in Chrome Finish 
Marked items are also available in Brushed Nickel Finish. 



GLORIOSO F ^°l 

5 PIECE ACCESSORY SET 




0 





FAC1110 


\ 

Tumbler Holder 


© 


FAC1126 


Toilet Paper Holder 


e 


FAC1137 


Towel Bar 


0 


FAC1103 


Soap Dish 


I© 


FAC1102 


Robe Hook 

J 



OTTIMO 




* Towel Ring *2 Tier Glass Shelf 



All Items are made with heavy duty brass and available in Chrome Finish 
Marked items are also available in Brushed Nickel Finish. 



OTTIMO 



FAC0400 



* 5 PIECE ACCESSORY SET 




0 





FAC0427 


\ 

Toilet Paper Holder 


© 


FAC0425 


Towel Ring 


e 


FAC0437 


Towel Bar 


0 


FAC0403 


Soap Dish 


I© 


FAC0401 


Robe Hook 

J 



SOLIDO 




FAC1301 

* Robe Hook 



All Items are made with heavy duty brass and available in Chrome Finish. 
Marked items are also available in Brushed Nickel Finish. 




SO LIDO 



FAC1300 



* 5 PIECE ACCESSORY SET 






FAC1362 


\ 

Towel Ring 


© 


FAC1329 


Tissue Paper Holder 


e 


FAC1337 


Towel Bar 


0 


FAC1308 


Soap Dish 


I© 


FAC1301 


Robe Hook 

J 



MAGNIFICO 





FAC0125 

k Towel Ring 



All Items are made with heavy duty brass and available in Chrome Finish. 
k Marked items are also available in Brushed Nickel Finish. 




MAGNIFICO 





FACOIOI 

*Robe Hook 



FAC0142 

*23"Towel Rack 





FAC0151 

15" Towel Bar 

w/ 2 Swivel Arms 




FAC0105 

*3 Tier Corner 
Wire Basket 



FAC0145 

21"Shelf 

w/ Railing 




FAC0146 

*2 Tier Glass Shelf 



FAC0203 

4 Hooks 



All Items are made with heavy duty brass and available in Chrome Finish. 
Selected items are also available in Brushed Nickel Finish. 



MA GNIFICO 



FAC0100 



* 5 PIECE ACCESSORY SET 




© 





FAC0127 


Toilet Paper Holder 


© 


FAC0125 


Towel Ring 


e 


FAC0137 


Towel Bar 


0 


FAC0103 


Soap Dish 


I© 


FAC0101 


Robe Hook 



Miscellaneous 




FAC0958 

Toothbrush/ 
Toothpaste Holder 



350 




FAC1002 



*k Single Corner Wire Basket 




FAC1745 

20" Glass Shelf w/ Railing 



All Items are made with heavy duty brass and available in Chrome Finis 
Marked items are also available in Brushed Nickel Finish. 



